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A. 1002-2 

B. VEHICLE STATUS WAS UNCHANGED REV oi NOT ABLE TO 
EXPLAIN WHY NORMAL RECOVERY ENABLE DID NOT WORK. FYI LIFE 
BOAT CAN NOT BE USED AGAIN ON THIS MISSION. 

C. CONTRACTOR HAS INDICATED NO REASON NOT TO DISABLE AS 


ah 


PLANNED ON REV 54. CAMERA SYSTEM STATUS NOT KNOWN AT THIS 
TIME. MUST WAITE ON ARRIVAL OF T/M DATA Fron 
a THIS ANALYSIS. ALSO RECOVERED BUCKET WILL ASSIST 
IN ANALYSIS. DEACTIVATION PERIOD SHOULD ALLOW US TO 
EVALUATE CAMERA SYSTEM STATUS. 
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